To:  McComb,  Martin[McComb. Martin@epa.gov] 

Cc:  Griswold,  Hays[Griswold. Hays@epa.gov];  Michael  J Gobla[MGobla@usbr.gov] 

From:  Leta,  Christopher 

Sent:  Fri  8/21/2015  5:19:58  PM 

Subject:  Re:  GOLD  KING  INFORMATIONS 

Excellent.  Thank  you  very  much. 

Chris 


> On  Aug  21,  2015,  at  10:15  AM,  McComb,  Martin  <McComb.Martin@epa.gov>  wrote: 

> 

> Sure  thing. 

> 

> Here  is  a link  to  the  video: 

> 


i Nonresponsive  Conference  Code 


> 


| Nonresponsive 

> j 

> The  assessment  site  covers  work  at  the  adit.  The  operations  website  covers  the  entire  theatre.  I am 
not  sure  if  Elliot's  photos  are  all  there  but  there  are  adit  photos  on  both  websites. 

> 

> Both  of  these  are  private  websites.  ] Nonresponsive 

Nonresponsive 

J 

> I am  on  phone  duty  today  so  call  me  if  you  have  trouble. 

> 

> M 

> 720-413-9190 

> 

> — Original  Message — 

> From:  Griswold,  Hays 

> Sent:  Friday,  August  21,  2015  9:44  AM 

> To:  McComb,  Martin 

> Cc:  Leta,  Christopher;  Michael  J Gobla 

> Subject:  GOLD  KING  INFORMATIONS 

> 

> Marty,  could  you  do  me  a favor  and  send  these  gentlemen  Elliot  Petri's  photo's  and  video  of  the  incident 
and  the  links  to  our  websites  for  the  incident  and  copy  me  as  well. 

> 

> Thanks  Marty  appreciate  your  support  immensely 

> 

> Hays 

> 

> Sent  from  my  iPad 
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